ETag: "c9974770bcf952af968bfa9a1ada7ffd"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 3583
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: D. Michael Lynn
x-archive-meta-case-name: Renaissance Hospital Grand Prairie, Inc.- Adversary Proceeding
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: txnb
x-archive-meta-date-case-filed: 2010-09-17
x-archive-meta-demand: $265000
x-archive-meta-docket-num: 10-04155
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 351023
x-archive-queue-derive: 0
x-upload-date: 2011-11-03T12:46:22.000Z
